ST.  PAUL'S  CATHEDRAL,  BOSTON 
Tremont  Street  opposite  Boston  Common 

Built  in  1820.  Alexander  Parris,  Architect. 
Cathedral  Church  of  the  Protestant  Episcopal 
Diocese    of  Massachusetts. 


